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Public Works Department 

SHORT TENDER NOTICE 

No. 180/AD 1/CW/2011/DRIQ. 24th May 2011. 

Sealed competitive tenders are invited from the Lab 
Equipment Suppliers/Companies registered in the 
Government for the Supply of Digital Marshall Apparatus 
to KHRI at Kariavattom. Application for tender form with 
copy of Dealership Certificate should be submitted to the 
Chief Engineer (Operations), DRIQ Board, P.W.D., 
Thiruvananthapuram and the tender schedule can be 
obtained directly from the Chief Engineer’s Office at 
? 500 + S.T. Tender forms will not be issued through 
post. Sale of tender forms will be started on 10-6-2011 
and closed at 1 p. m. on 17-6-2011. The tender forms are 
not transferable and the cost of the tender form is not 
refundable. 

EMD equivalent to 2.5% (Two and half percentage) 
of the quoted amount in the form of Demand Draft taken 
in the name of the Chief Engineer (Operations), DRIQ 
Board, P.W.D., Thiruvananthapuram, Pin-695 033 payable at 
Thiruvananthapuram should be submitted along with the 
tenders. A preliminary agreement in Kerala Government 
Stamp Paper worth ? 100 shall be signed and submitted 
along with the tenders. Form of preliminary agreement is 
also issued along with the tender forms. Filled up tenders 
will be received till 4 p. m. on 
17-6-2011. Tenders will be opened in the presence of the 
tenderers or their authorised representatives present at 
4.30 p. m. on the same day. More details can be obtained 
from the website of PWD, www.keralapwd.gov.in. 
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ma3crulous1(sejc0S) cuileslorajS ao(3rfldRj3 raranjooocru crufflOnj 
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onj<3>j(m«n1(nje(U6ne1 mxScWioralraS rass1(ru(3 anjtmgnlsisa 
c9janKn1cft.g1ra3cn1cmjo araroocrojeocuffljgg 

<3c3‘‘*£JO<TU2cft>u3 cMd6rrilijJ6)c9>0ggJCmj. C3TBoCn1c9>^85) Cuy’lejaSnSdltfj 
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<3«S^ejoa\> Ga£ioo63T3a3 njltid ng)6mjlro°)cmo26)s aotiolcrulraS 
crflcrnjo ? soo + ail. abl. ailejcacs® cscno1§ ejeltesijonmroosrn. 
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cOSijanDcnlmjgg (araajcruocn crumcfflo 17 - 6-2011 6)6iai<ft>jcsanD(ao 
4 a6TTnajfflocQ)osrn. raraGcmdlaKruo 4.30 mismlceffl nnossoocffll 
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ejelcosijcmanosrf). 


Office of the Chief Engineer 
(Operations), DRIQ Board, 

P. W. D., Public Office, 
Thiruvananthapuram. 


(Sd.) 

Chief Engineer. 

(For and on behalf of the 
Governor of Kerala). 











